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CORRIGENDA TO VOL. 105, PART A, 1958 


Page 181, col. 2, 24 lines from bottom: 1:7 should read 2:23; 18 lines from bottom, 2200 or 70000 should read 3300 or 105000. 
Page 184, col. 2: Displayed mathematics should read as follows: 


aja 


O=z, 


V cos wt — V’dt where V’/V = cos « 


aja 
2 E sin wt — vr] 
RrLo 0 


IY" 
= Gres a — a) 
2V'a3 
30Rp 
27V’ 

Also (Q)L= oR 
from which a3 ~ 37RpR/R 
Hence 1 —cosa~ «2/2 ~ 2-23(Rp/R)?2/5 


Page 431, Eqn. (125) should read: 


a (ny + 72) 


Egn. (146) should read: 

, 7) mé 

2 sin [on + m)5| {s a; 
(nm, + m) sin 0 


Kgo = 


7) 
2 sin G + m2) | te x 


Se + 2 sin 


Page 444, Reference 5: March, 1950 should read March, 1951. 


[om = 2a)5 — 2 sin [mn ot 209} 


+ 2sin [om = 24)5 | 422 \sin [im a 24)5|- 2 sin [om i 22)5| = sin [om 4 209} 
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